
Vncferwater Music System 



O.E. ENTERPRISES [OCEAN ENGINEERING ENTERPRISES] is a small business that produces 
high quality "OCEANEARS" underwater loudspeakers, underwater speakers, synchronized 
swimming sound systems, hydrophones, acoustic diver recall systems and U.S. Navy approved 
diver signaling devices. We are located in North Canton, Ohio and are proud to say our 
equipment is MADE IN AMERICA! 

O.E. ENTERPRISES was founded in 1991 and has 
quickly become the WORLD LEADER in underwater 
speakers and sound systems. Company OWNER, Ed 
Harper, received his BACHELOR of SCIENCE Degree in 
Ocean Engineering from Florida Atlantic University in 
Boca Raton, Florida in 1977. Ed had been involved in 
developing and designing acoustic transducers for use 
in U.S. Navy Programs prior to starting O.E. 
ENTERPRISES in 1991. 

We manufactures synchronized swimming sound 
systems for the synchro community around the world. 
We have supplied underwater speakers to the 
RUSSIAN SYNCHRO FEDERATION for three FINA 
Junior Worlds Synchronized Swimming 
Championships. 

Our DRS-8 speakers were used for the synchronized swimming events at the 1996 Centennial 
Olympic Games in Atlanta, Georgia and 2008 BEIJING GAMES. Our DRS-8 speaker is the 
underwater speaker used in the Neutral Buoyancy Lab located at the STAR CITY Cosmonaut 
Training Facility outside Moscow, Russia. The DRS-8 is used at the Sonny Carter Astronaut 
Training Facility in Houston, Texas. 

Diver Recall Systems 

O.E. Enterprises, in North Canton, Ohio, is proud to be your source for underwater speaker 
arrays and diver recall systems. When your aquatic center is in need of a low cost underwater 
speaker array, give our company a chance to work for you. You will be glad you did. 

Speaker Arrays 




Speaker Array as used by Mobile Safety and Security Teams [MSST] for Homeland Port 
Protection — Enhanced Underwater Loudhailer [eLOUD]. Also used in the ENFORCER 
Underwater Communication & Diver Disruption System being developed in the UK. 



Underwater Pool Speaker 

Price: US $1700.00 plus shipping The Oceanears SP 
underwater pool speaker uses ''sonic-bulb'' technology to 
deliver GREAT UNDERWATER MUSIC Simply remove an 
existing swimming pool light fixture and install a sonic 
bulb in the wet niche to enjoy your favorite tunes 
underwater! SP-8 installed in PENTAIR Stainless Steel Wet 
Niche with stainless steel front grille. 




OCEANEARS SP-8 Underwater Pool Speakers are supplied with an audio isolation impedance 
matching transformer assembly that goes between the power amplifier 8 Ohm output and the 
underwater pool speaker. The power rating of the audio isolation impedance matching 
transformer is 400 Watts. 
Features: 

❖ State of the Art in PIEZOELECTRIC FLEXURAL DISK TECHNOLOGY! 

❖ LONG LIFE CONSTRUCTION WITH PVC and EPOXY. 

<♦ Will NOT RUST or CORRODE even if used in saltwater. Can be used in swimming pools 
with salt generators and metal shell pools. 
Galvanic Corrosion has been eliminated. Non-magnetic materials. 
No metal exposed to the water, reducing the potential for electric shock. 
No voice coil to burn out. 

A completely passive, non-powered device. UL, CSA and CE are not required. 
Acoustic Power to spare with high efficiency. Rated at 400 Watts. 
MINIMUM install depth of 24 inches in a standard PENTAIR 
Wet Niche. Wet Niche Series # 7821, 7822 and 7823. 
Can be supplied with American Products/PACFAB/PENTAIR Wet Niches. 

Portable Synchro Sound System 

OCEANEARS has designed the ultimate synchro sound systems 
^^^^^^^^^^^^^^H that can be used by synchro teams for training or for use as the 
^^^^^^^^H^^^l sound system for competitions. The systems are portable and 

^^M^ easy to operate with minimal training. The music source for the 

^ sound systems can be an IPod, IPad, IPhone, MPS Player, 

^Bl^^^; jj computeror an external CD Player A REAL SOUND VALUE!! 

^^^i,'V S| Specifications: 

m ^ <^ Watts/Channel STEREO 

^^L^ ■ ^^^1 8 Stereo INPUT 70 Hz-20 KHz 

^^^^ 8'' LF Woofer 



1 " horn, XLR mic in with volume control 

RCA line in with volume control 

Master Volume Control 

RCA and speaker out 

System, switching power supply 

23 lbs 

ONE Year Warranty 




Underwater Acoustic Research 

OCEANEARS is actively involved in doing acoustic research in a variety of areas. We are 
currently involved in developing a Diver Communication System based on OCEANEARS 
Underwater Speaker Technology where all voice transmissions by the diver are in the audible 
range of hearing so NO RECEIVER is required by the dive buddy to hear the voice. We are also 
involved in animal deterrent systems using our underwater speakers. How can our 
underwater speakers be used in your acoustic project - Give us a call at 330-896-3644 to 
discuss your requirement. 



Synchronized Swimming 

OCEANEARS is the leading designer of Portable Synchro Sound Systems for synchronized 
swimming Teams around the USA and the WORLD!! OCEANEARS underwater speakers, 
underwater loudspeakers and OCEANEARS portable synchro sound systems are a key 
resource in designing the OCEANEARS portable synchro sound systems needed for training 
around the WORLD. 



OCEANEARS actively seeks feedback from coaches and swimmers on what they would like to 
have for their training. A major complaint was that the systems currently available were 
heavy and difficult to setup and operate. OCEANEARS has a goal of developing lighter and ' 
easier to operate portable synchro sound systems that will fit the teams pocketbook. One of 
our efforts now is the NEW OCEANEARS Portable Synchro Sound System named the 
STAGEPAS400i'\ The OCEANEARS portable synchro sound system weighs in at 23 pounds. 




For more information please visit site 
h ttp://www.oceanears. com 



